Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

Message Text 

UNCLASSIFIED 

PAGE 01 ANKARA 09326 271108Z 
ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 CCO-OO PASO-OO /021 W 

015162 271237Z/12 

R 270945Z DEC 77 
FM AMEMBASSY ANKARA 
TO SECSTATE WASHDC 9981 

UNCLAS ANKARA 9326 

E.O. 11652: N/A 
TAGS: BEXP, TU 

SUB J : AMERICAN HOSPITAL SUPPLY CORPORATION 

TO: DADE DIVISION 

AMERICAN HOSPITAL SUPPLY CORPORATION 
BOX 520672 

MIAMI. FLORIDA 33152 

REF: YOUR COMMERCIAL CABLE OF DECEMBER 21 

1 . TURKEY'S IMPORTS ARE REGULATED BY A REGIME WHICH 
INCLUDES REGULATIONS PLUS THREE LISTS OF ALL COMMODITES 
IMPORTABLE INTO COUNTRY. IMPORT REGIME IS ANNOUNCED ANNUALLY 
BY TURKISH MINISTRY OF COMMERCE. WE KNOW OF NO SUCH LIST 

AS ESSENTIAL AND NON-ESSENTIAL IMPORTABLE COMMODITIES LIST. 

2. 1978 IMPORT REGIME SHOULD BE ANNOUNCED IN JANUARY 1978. 

AN ENGLISH LANGUAGE VERSION OF IT OR THE 1977 REGIME MAY BE 
OBTAINED FOR $35.00 FROM MODERN TRANSLATION BUREAU, KARANFIL 
SOKAK 21/4, YENISEHIR, ANKARA, TURKEY. CHECK SHOULD ACCOMPANY 
ORDER. 

JACK M. CARLE 
AMERICAN EMBASSY 
ANKARA TURKEY 
SPIERS 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 09326 271108Z 

NOTE BY OC/T: PASSED ABOVE ADDEE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 27-Dec-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ANKARA09326 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770481-1 131 

Format: TEL 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19771217/aaaaantw.tel 

Line Count: 56 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 2e660efd-c188-dd11-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 02-Feb-2005 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 129883 
Secure: OPEN 
Status: NATIVE 

Subject: AMERICAN HOSPITAL SUPPLY CORPORATION TO: DADE DIVISION AMERICAN HOSPITAL SUPPLY CORPORATION 
TAGS: BEXP, TU 
To: STATE 
Type: TE 

vdkvgwkey : odbc://SAS/SAS.dbo.SAS_Docs/2e660efd-c1 88-ddl 1 -92da-001 cc4696bcc 
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